6644C 


Material 


Net  Wgt:  50.00  LB  22.68  KG 

Batch:  0001457577 

PRECAUTIONARY  MEASURES: 

Wash  thoroughly  after  handling.  Do  not  transfer  to  unmarked  container.  Keep 
container  closed  when  not  in  use.  Loosen  closure  carefully.  Do  not  use  presst 
empty.  Empty  containere  may  contain  hazardous  product  residues..  Use  or 
with  adequate  ventilation.  Keep  workplace  airtwme  concentrations  below  leg? 
fecomimended  limits.  Circumstances  could  require  use  of  respiratory  protectio 
Refeltp  api^iciWe  ^ regulations.Avoid  contact  with  eyes.  Wear  appropti 
eye  protection.Avoid  contact  with  skin  and  clothing,  wear  appropriate  skin 
protection.Do  not  taste  or  swallow. 


NOTICE:  WHILE  THIS  MATERIAL  HAS  A LOW  LEVEL  OF 
TOXICITY,  GOOD  INDUSTRIAL  HYGIENE  PRACTICES  ARE  : 
ENCOURAGED  TO  MINIMIZE  EXPOSURE. 


FIRST  AIDt  L V 

IF  INHALED,  move  individual  into  fresh  air.  ' ;^j|^iPsWALLOWED, 
DO  NOT  induce  vomiting  unless  directed  to  dgliBly  medical  personnel. 
Never  give  anything  by  mouth  to  an  unconscious  person.  Call  a physician 
IN  CASE  OF  EYE  CONTACT,  immediately  flush  eyes  with  water  for  at 
least  15  minutes.  Call  a physician  if  irritation  develops  and  persists. 

IN  CASE  OF  SKIN  CONTACT,  flush  skin  with  water. 


Pfopcsrtron  ^Tramings  are  mt 


required  for  this  product  based  on,  the 
results  of  a ri^  ass^mert.  ■. 


BRENNme  SOyiHEAST  IMC 
2 HCi  BLVD 

GREENSBORO,  NC  27409  USA' 
Emargency  Phone:  33i-B51^841. 


f OR  INDUSTRIAL  USE  ONLY.  BEFORE  USE,  HEViBN  MATERIAL  SAFETY  DATA  SHEET 
fOR  FURTHER  INFORMAflOH  INCLUDING  CHROMIC  HEALTH  EFFECTS-  . . 

T GINR 


Printed:  Ji#  17*2013- 


C«ntfy  of  Origin:  Gem^n^ 
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